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REAL ESTATE AND BUILDINGS DEPARTMENT 
AUGUST 1983 


FAMILY OF STANDARD BUILDINGS 


SIXTEEN SIZES OF BUILDINGS^ 

BASED UPON FOUR DIFFERENT WIDTHS WITH 
FOUR AREA OPTIONS FOR EACH WIDTH 


24 FT 

A. 616 SF 

B. 928 SF 

C. 1168 SF 

D. 1408 SF 

(AREAS SHOWN 


32 FT 

1362 SF 
1682 SF 
2002 SF 
2322 SF 

ARE TOTAL 


40 FT 

2160 SF 
2560 SF 
2960 SF 
3360 SF 


56 FT 

3024 SF 
3584 SF 
4144 SF 
4704 SF 


NET AREAS IN SQUARE FT) 


AVAILABLE OPTIONS = 


1. COMMERCIAL DESIGN AND RESIDENTIAL DESIGN 

2. LEFT HAND AND RIGHT HAND PLAN ORIENTATION 

3. THREE DIFFERENT DOCK ARRANGEMENTS (40856) 

4. FOUR DIFFERENT EXTERIOR FINISHES 

5. THREE DIFFERENT INTERIOR COLOR SCHEMES 

6. THREE ALTERNATIVE TYPES OF ENERGY 


FAMILY OF STANDARD BUILDINGS 


BRIES NUMBER 

24 -A 

24-B 

24-C 

24-D 

32 -A 

32-B 

32-C 

32-D 

40-A 



40-D 

56 -A 

56-B 

56-C 

56-D 

JILDING SQ. FT. NET 

616 

928 

1168 

1408 

1362 

1682 

2002 

2322 

2160 

2560 

2960 

3360 

3024 

3584 

4144 

4704 

'ITRY 

41 

41 

■ 

41 

43 

43 

43 

43 

53 

53 

53 

53 

55 

55 

55 

55 

)BBY 

153 

240 

240 

240 

320 

320 

320 

320 

313 

313 

313 

313 

479 

479 

479 

479 

B./DROPS/SVM STACKS 

8 

5 

5 

5 

8 

8 

8 

8 

8 

8 

8 

8 

15 

15 

15 

15 

‘FICE 









114 

114 

114 

114 

138 

138 

138 

138 

IRXROOM 

283 

452 

692 

932 

640 

960 

1280 

1600 

1200 

1600 

2000 

2400 

1680 

2240 

2800 

3360 

STIBULE 

45 

70 

70 

70 

76 

76 

76 

76 

171 

171 

171 

171 

195 

195 

195 

195 

ORAGE 





100 

100 

100 

100 

101 

101 

101 

101 

154 

154 

154 

154 

ILET 

31 

41 

41 

41 













I LET MEN 





43 

43 

43 

43 

44 

44 

44 

■n 

70 

70 

70 

70 

ILET WOMEN 





43 

43 

43 

43 

44 

44 

44 

44 

50 

50 

50 

50 

CHANICAL 

63 

84 

84 

84 

97 

97 

97 

97 

120 

120 

120 

120 

203 

203 

203 

203 

AB SQ. FT. 

106 

106 

106 

106 

143 

143 

143 

143 

186 

186 

186 

186 

212 

212 

212 

212 

CK SQ. FT. NET 









410 

410 

410 

410 

410 

410 

410 

410 



































































































































































INDEX - 24 SERIES 


RESIDENTIAL RENDERING 
COMMERCIAL RENDERING 


SITE PLAN 24A 

FLOOR PLAN 24 A 

SITE PLAN 24 B 

FLOOR PLAN 24 B 

SITE PLAN 24 C 

FLOOR PLAN 24 C 

SITE PLAN 
FLOOR PL 












INTERIOR LOT 


OO 









NET AREAS: 


ENTRY 

41 

SF 

LOBBY 

153 


WORKROOM 

283 


VESTIBULE 

45 


TOILET 

31 


MECHANICAL 

63 


TOTAL 

616 

SF 

REAR SLAB 

106 

SF 



FLOOR PL/ 



NET AREAS: 


ENTRY 

41 

SF 

LOBBY 

240 


WORKROOM 

452 


VESTIBULE 

70 


TOILET 

41 


MECHANICAL 

84 


TOTAL 

928 

"SF 

REAR SLAB 

!06 

SF 


0 I 

n 


5 


10 


FLOOR PLAN - 24B 


6 ' 


45 ' 



CORNER LOT 


SITE PLAN -24B 






ER LOT 


PLAN -24C 



INTERIOR LOT 




VESTIBULE 



NET AREAS: 

ENTRY 41 SF 

LOBBY 240 

WORKROOM 692 

VESTIBULE 70 

TOILET 4 1 

MECHANICAL 84 

TOTAL (168 SF 

REAR SLAB 106 SF 


0 I 

n 


10 


WORKROOM 


5 

J 


1 


FLOOR 



R LOT 


PLAN-24D 



INTERIOR LOT 






NET AREAS: 

ENTRY 41 SF 

LOBBY 240 

WORKROOM 932 

VESTIBULE 70 

TOILET 4 1 

MECHANICAL 84 

TOTAL 1408 SF 

REAR SLAB 106 SF 




INDEX - 32 SE 

RESIDENTIAL REND 
COMMERCIAL REND 
SITE PLAN 
FLOOR PLAN 
SITE PLAN 
FLOOR PLAN 
SITE PLAN 
FLOOR PLAN 
SITE PLAN 
FLOOR PI 

















p^* 


- visi 











I2l' MIN. 

50' I 12' f 49' } id f 


INTERIOR LOT 










NET AREAS ^ 


ENTRY 

43 

SF 

LOBBY 

320 


WORKROOM 

640 


VESTIBULE 

76 


MEN 

43 


WOMEN 

43 


STORAGE 

100 


MECHANICAL 

97 


TOTAL 

1362 

SF 

REAR SLAB. 

143 

SF 


01 


5 


10 


FLOOR P' 



















NET AREAS 



ENTRY 

43 

SF 

LOBBY 

320 


WORKROOM 

960 


VESTIBULE 

76 


MEN 

43 


WOMEN 

43 


STORAGE 

100 


MECHANICAL 

97 


TOTAL 

1682 

”iF 

REAR SLAB 

143 

SF 


01 


5 


10 


FLOOR PLAN 



50 


NTERIOR 












NET AREAS: 


ENTRY 

43 

SF 

LOBBY 

320 


WORKROOM 

1280 


VESTIBULE 

76 


MEN 

43 


WOMEN 

43 


STORAGE 

100 


MECHANICAL 

97 


TOTAL 

2002 

SF 

REAR SLAB 

143 

SF 











NET AREAS 



ENTRY 

43 

SF 

LOBBY 

320 


WORKROOM 

1600 


VESTIBULE 

76 


MEN 

43 


WOMEN 

43 


STORAGE 

100 


MECHANICAL 

97 


TOTAL 

2322 

SF 

REAR SLAB 

143 

SF 


FLOOR PLAr 



INDEX - 40 SERI 


RESIDENTIAL RENDER 
COMMERCIAL RENDER 
SITE PLAN 4 

FLOOR PLAN ^ 

SITE PLAN ^ 

FLOOR PLAN ^ 

SITE PLAN ^ 

FLOOR PLAN 
SITE PLAN 1 

FLOOR PLAN 







- - • 


i w^ S i W 


^yiiflO faili 

mm QB-m 

P$$»SI» 0Si« 
SISII 




COMMERCIAI 















NET AREAS: 


ENTRY 

LOBBY 

OFFICE 

WORKROOM 

VESTIBULE 

MEN 

WOMEN 

STORAGE 

MECHANICAL 

TOTAL 

DOCK 


53 SF 
313 
1 14 
1200 
171 
44 
44 
101 
120 

2160 SF 
410 SF 



FLOOR PL 












DOCK C 


NET AREAS: 


ENTRY 

53 

LOBBY 

313 

OFFICE 

1 14 

WORKROOM 

1600 

VESTIBULE 

171 

MEN 

44 

WOMEN 

44 

STORAGE 

10! 

MECHANICAL 

120 

TOTAL 

2560 

DOCK 

410 



DOCK ECWMENT FOR DOCK 
A Mm B SHALL BE OPTIOMAL 


FLOOR PI 











L! 


L, 



DOCK A 




net AREAS: 


ENTRY 

LOBBY 

OFFICE 

WORKROOM 

VESTIBULE 

MEN 

WOMEN 

STORAGE 

MECHANICAL 

TOTAL 

DOCK 


53 SF 
3!3 
I 14 

2000 

171 

44 

44 

101 

120 

2960 SF 
410 SF 


01 

n 


10 

"1 


5 


FLOOR P« 



NER LOT 


INTERIOR LOT 


TF PI AN - 40D 


OCI 



NET AREAS: 


ENTRY 

53 

SF 

LOBBY 

313 


OFFICE 

I 14 


WORKROOM 

2400 


VESTIBULE 

171 


MEN 

44 


WOMEN 

44 


STORAGE 

101 


MECHANICAL 

120 


TOTAL 

3360 


DOCK 

410 

SF 


01 


10 

-[ 


DOCK C 


5 





WOWCROOM 


DOCK EQUtf14EMT FC« DOCK ARRAfKSElCNTS 
A AND B SHALL BE OPTIONAL 


FLOOR F 



INDEX - 56 SERIES 


RESIDENTIAL RENDERING 
COMMERCIAL RENDERING 


SITE PLAN 56A 

FLOOR PLAN 56A 

SITE PLAN 568 

FLOOR PLAN 568 

SITE PLAN 56C 

FLOOR PLAN 56C 

SITE PLAN Rf 

FLOOR PLAN 












g:^ITiD %IMB 
fm §f?iSi 




--J 

il 



p-is 


wj 




■ !\. 












L, 


DOCK A 


NET AREAS: 

55 SF 
479 
138 
1680 
195 
154 
70 
50 
357 

TOTAL 3024 SF 

DOCK 410 SF 


ENTRY 

LOBBY 

OFFICE 

WORKROOM 

VESTIBULE 

STORAGE 

MEN 

WOMEN 

MECHANICAL 


STORAGE 



MECHANICAL 




i 




vhL J 


— 1 

u 


b yJ 

WOMEN { 




5 


10 


FLOO 





INTERIOR LOT 








EWTRY 

ss 

sr 

LOBBY 

479 


OFFICE 

198 


WORKROOM 

2240 


VESTIBULE 

195 


STORAGE 

154 


MEN 

70 


WOMEN 

50 


MECHANICAL 

357 


TOTAL 

3584 

'SF 

DOCK 

410 

SF 


DOCK B 

DOCK EQUIPMENT FOR DOCK ARRANGEMENTS 
A AND B SHALL BE OPTIONAL 








:r lot interior lot 


PLAN - 56C 










10 


OFFli 










vEsnaLE 



STORAGE 


WORKROOM 



NET AREAS 


ENTRY 

95 

LOBBY 

479 

OFFICE 

199 

WORKROOM 

3360 

VESTIBULE 

(99 

STORAGE 

(54 

MEN 

70 

WOMEN 

90 

mechanical 

357 

TOTAL 

4704 

DOCK 

4(0 


WOMEN 


DOCK C 



SLAB 



VESTIBULE 


MECHANICAL 


0 1 5 10 


DOCK EQUIPMENT FOR DOCK ARRANGEMENTS 
A AND B SHALL BE OPTIONAL 


FLOOR P 


☆ U.S. GOVERNMENT PRINTING OFFICE: 1983-656-423 


